To:  Bruce  Finley[bfinley@denverpost.com] 

Cc:  David  Krause[dkrause@denverpost.com];  CO-DNR-Todd  Hartman[todd.hartman@state.co.us] 

From:  Myiott,  Richard 

Sent:  Thur  8/6/2015  9:08:34  PM 

Subject:  RE:  EPA  comment? 

I'm  not  aware  of  a plug  at  that  location.  EPA's  team  was  in  the  process  of  accessing  the  mine  to  look  for 
opportunities  to  pump  and  treat  contaminated  water  and  potential  engineering  solutions  to  address  runoff 
that  has  been  flowing  to  Cement  Creek.  My  understanding  is  that  the  volume  of  water  under  pressure 
was  held  behind  several  feet  of  dirt. 

— Original  Message — 

From:  Bruce  Finley  [mailto:bfinley@denverpost.com] 

Sent:  Thursday,  August  06,  2015  2:50  PM 
To:  Myiott,  Richard 

Cc:  David  Krause;  CO-DNR-Todd  Hartman 
Subject:  EPA  comment? 

Rich  - 1 am  told  plug  blew.  Correct?  Is  David  O at  scene?  Need  to  know  also  whether  cadmium  in  mix.  Pis 
respond  . - Bruce 

Sent  from  my  iPhone 
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